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SUBJECT: PHYSICAL SECURITY DISCUSSIONS 
REFS: 1) BONN 05932, DTD 4/11/75 
2) STATE 081747, DTD 4/10/75 

1. PER REFTEL 1, PARA 4, SUGGEST DISCUSSIONS INCLUDING 
BRIEFING BY FRG AND NUKEM ON PHYSICAL SECURITY MEASURES 
IN FORCE AND ALSO PLAN CHANGES. DISCUSSIONS WILL IN 
CLUDE SECURITY FOR FIXED SITES AND FOR NUCLEAR MATERIAL 
IN TRANSPORT. 

2. ERDA TEAM PER REF 2 WILL REVIEW US POLICY ON PHYSICAL 
SECURITY REQUIREMENTS AND WILL REVIEW FRG/NUKEM PROGRAM 
TO OBTAIN INFO. FOR EFFECTIVENESS EVALUATION. KISSINGER 
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